Our  Lady  Star  of  the  Sea  Catholic  Church  at  Oak 
Bluffs,  Mass.,  on  Martha's  Vineyard  Island. 
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Color  photo  by  DeWolf  Thompson 
Menemsha  Inn 
Martha's  Vineyard,  Mass. 


